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M»0R*SIX3C FOR; Chief, FleM Support Staff 
*®B3ECf * IQ Survey of the OHS 

Attached Is a eejgr of the report of the recent is Survey 
«f the QMS. It 1* requested that you review this report aa soon 
** **£ be prepared to discuss with me those portion* 

partainin* to year staff, to inclu* specifically* 

TTti i~— w » nTw>ti 1 1 >1 ft). % 

^iriTMMixIutli.m So. 12 

ReeaaMBdstloa So. 13 

Signed 

John B. Tietjen M.T). 

JOS B. TXETJEH, H.D. 
Birector of Medical Services 
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Recommendation 


Ifta&ber 

Assigned to 

1 

Unaeslgned 

2 

Unassigned 

3 

a-sa/ca 

3a and 

C/OD 

3b 

C/FSS 

4 

A-8A/CA 

5 

a-sa/ca 

6 

c/ps, ac/cd, c/spc 

7 

C/PS, AC/CD 

8 

a-sa/ca, c/fs, ac/cd 

9 

a-sa/ca, ac/cd 

10 

a-sa/csa, c/ps, ac/cd 

11 

a-sa/ca, c/ps, ac/cd, c/spc 

12 

ac/cd, c/fss 

* 13 

ac/cd, c/fss 

14 

c/ps, c/od 

15 

c/AES 
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